From: Nassif, Julianne (DPH) 

Sent: Tuesday, April 06,201011:54 AM 

To: Han, Linda (DPH) 

Subject: RE: can you identify people from your divisions on this list? 


These analysts work in the Childhood Lead Screening laboratory and have daily, direct contact with human blood. 

These staff work in the Amherst Drug Laboratory. They do not analyze clinical specimens but may come into contact with evidence that is contaminated with blood, urine or other bodily fluids. 
These staff work in the Boston Drug Laboratory. They do not analyze clinical specimens but may come into contact with evidence that is contaminated with blood, urine or other bodily fluids. 
These staff work in the Chemical Threat Laboratory and may be involved in handling & testing of human blood and/or urine. 


From: Han, Linda (DPH) 

Sent: Tuesday, April 06,2010 10:52 AM 
To: Nassif, Julianne (DPH) 

Subject: FW: can you identify people from your divisions on this list? 


Can any of these people be considered to NOT come into any contact with human blood/fluids/specimens during the course of their work here? Phillips? Any data entry people? Assuming that drugs may have coming into contact with human 


fluids? 


ALFONSO 

FELIPE 

HANCHETT 

JAMES 

SALEM 

SHARON 

FARAK 

SONIA 

FEIDEN 

STACEY 

FRASCA 

DANIELA 

GILLIS 

JOHN 

RUBIN 

ALAN 

TAN 

HUA(AMY) 

RENCZKOWSKI 

DANIEL 

JENNER 

JENNIFER 

NODDIN 

LINWOOD 

PHILLIPS 

GLORIA 

KATURAMU 

PATRICK 

PONTES (LAFLEUR) 

REBECCA 


From: Smole, Sandra (DPH) 

Sent: Monday, April 05,2010 3:27 PM 
To: Han, Unda (DPH); Nassif, Julianne (DPH) 

Subject: RE: can you identify people from your divisions on this list? 

Only two from me... 


From: Han, Linda (DPH) 

Sent: Monday, April 05,2010 3:25 PM 

To: Nassif, Julianne (DPH); Smole, Sandra (DPH) 

Subject: can you identify people from your divisions on this list? 


Rabies FADDEN DAVE) 

SALEM SHARON 

FARAK SONIA 

FEIDEN STACEY 

FRASCA DANIELA 

GILLIS JOHN 

Bw lab HALL JOSHUA 

HAYNES SOSHA 

KATURAMU PATRICK 

PONTES (LAFLEUR) REBECCA 

RENCZKOWSKI DANIEL 


Working on cleaning up everybody’s HepB documentation. 
Thanks, 

Ih 
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